ALLEN&HEATH 


Parts identification sheet 


GL2400 


How to order parts 

Parts must be ordered from our distributor in your territory. A list of international 
distributors can be viewed at http://www.allen-heath.com/UK/distributors.asp 

UK parts must be ordered through an appointed A&H dealer or service centre. A list of UK 
service centres can be viewed at http://www.allen-heath.com/UK/service centres.asp 
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EXTERIOR PARTS: 


Push button 
square red 
AJ2961 I 


Knob red 
AJ2074A 


Knob 
Light Blue 
AJ2076A 


Knob green 
AJ2077A 4 


Knob grey 
AJ2078A 


Knob 
Dark blue 
AJ2075A 


Knob yellow 
AJ2079A 4 


Push button 
rect white 
AJ2962 d 


Push button 
square white 
AJ2960 C 


Push button 
square grey 
AJ2864 I 


MONO 



Gain 

AI3838 ^ 




EQ sweep 
AI8005 ^ 




EQ ^ 

boost/cut 

AI8004 




Aux 1 - 6 
AI8003^ 



Mono fader 
AI8117 


STEREO 


Gain 

AI3838 


Gain fit 
AI8007 


< 


EQ 

boost/cut 

AI8006 


Aux 1 - 6 
AI8003 ^ 


i - E 


stereo fader 
AI8118 


Pan 

Bal 


LDik?' 


Knob brown 

AI8008^ 

AI8008 ^ 

-► 



AJ2080A 0 






I« 


h 




■0 


i'0 

I# 



Push button 
round grey 
AJ3955 4 


Fader screw 
AB2811 ^ 


Fader knob 


Fader knob 


black _ 


Light blue 

□ 

AJ3503 ■ 


AJ8081 

u 
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Talkback 


Talkback XLR 

AI8008 ^ 


AL2412 


Aux master 
AI8003 


Headphone socket 
complete with nut 
AL5903 



2TRK 

AI8007 ^ 


-WWW 

cQu. oQ« oQ- 


Pan (it 

i 

AI8008 ^ 








Monitor 


(headphones) 

AI8007 

* 


■i«a Kui 


Fader knob 
Red 
AJ8079 


cO“' oQ“ ®0" 



Fader knob 
Yellow I 

AJ8080 I 
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Jack sockets 


Jack sockets 

Nuts supplied only 


Nuts supplied only 

with complete 


with complete 

socket 


socket 

Direct Out 


Insert 

2trk 


Matrix EXT IN 

Matrix 


Line In 

Monitor 


Stereo Mic OUT 

Aux 


Stereo Line IN 

AL3407 • 


AL3410 • 


Lamp socket 
AL8104 



XLR female 



AIIEIAHEAIH OLaaQO 




AC mains 
socket AL3458 


ALLEN&HEATH 


GL2400 parts identification 


Issue 1 


Page 4 of 7 












































INTERIOR PARTS: 



Mono I/P 003-221 
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Group PCB 003-267 




^9 



yu M LLP 

00 (; 

.rf ■ i_ii_IS9n1j[> G 


Mono 0/P sub 003-225 
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Master 0/P connector 003-246 



DC power connector PCB 003-372 
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